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ODP-81-026 
8 January 1081 

MEMORANDUM FOR* Deputy Director for Administration 

FROM: Bruce T. Johnson 

Director of Data Processing 

SUBJECT* Weekly Report for Week Ending 7 January 1981 



REGISTRY 
data has© went 



(The 1C Staff Registry System) The (X JMREG GIM 
into production on Monday, 5 January 1981. 

ICS ADP liaison, ia giving on-site assistance 



-II 

t Q 


Support to OPPFM 


PERIN8UR (Production Processing Support by Production 
Div.) A benchmark of the Microdata 8060 series mi n ieornputer was 
performed by SB Division and Engineering Division personnel at the 
vendor's site. Results with fifteen simulated terminals showed 
records processed every 30 seconds. These results are 5-8 times 
faster than results obtained on the Ames Bldg. 6000 mini- 
computer, A third benchmark of a 6000 with more memory will be 
performed this week. Following analysis of benchmark results, 
Engineering Division wip — the configuration for the 
PERINSUR application. STAT 


SAFE 


Installation of computer hardware at the TRW Development 
Facility in Torrance, California, is proceeding on schedule. 

Burroughs engineers worked throughout the holidays to complete 
the installation of one B7880 and two B88G9 computers all of 
which sre now undergoing installation testing. Operation of the 
computers is expected to be turned over to TRW by 16 Jan. 1981. 

In addition, 42 Delta Data terminals supplied by the Agency have 
arrived at the Development Facility. In st a! 3 at io n and hook-up of ^ 
these terminals is, to foegip- next week. STAT 


s/ Bruce T. Johnson 
Rr,uee T, Johnson 



Approved For Release 2003/11/06 : CIA-RDP84-00933R0004001 70055-2 








Approved For Release 2003/11/06 : CIA-RDP84-00933R0004001 70055-2 


STAT 


STAT 


Approved For Release 2003/11/06 : CIA-RDP84-00933R0004001 70055-2 





